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special 


PART NO 


PARTS LIST FOR MODEL_ -COgf'A-lR SPEC 16000 A 

Fon standard parts refer to catalog_ %51022: - KEY NO.__ 

(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOV 

WIRING DIAGRAM NO- .611QJ35Q1._. 


DESCRIPTION 

-S®* 


PART NO • QTV 


DESCRIPTION 


. ——“ 


(Option at: 


; haust 


vstem - Non Ul. I is ted and OS A 


J '- J 4 ‘ i r-A 

Lct'I r T 1 t?G 


332-014.2 

323-1088 


T e rn! i n a 1 , S o 1 d e r Ye s s - Gr o u n d 
Co h nector. Wire Nut-Contro1 











SPECIAL PARTS LIST FOR MODEL __ _ SPEC_.. 

FOR STANDARD PARTS REFER TO CATALOG '.>0,-022..: KEY NO._ 

(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BEL 

WIRING DIAGRAM NO. ____ 

__ _ _____;______ 1 _ 

iRT NO QT'Y DESCRIPTION PART MO. dlY; DESCRIPTION 


PART NO OTY 


DESCRIPTION 


DESCRIPTION 


JS-iVU UUUil J. K 


:-A •• -11. Lint«.*a And CSA Certified 












> IA L PARTS LIST FOR MOO Si_ ( * • ok pa.- ’ k __ SPEC_ ILfeOOAB 

FOR STANDARD PARTS REFER TO CATAiOG 965-0222 "kEYNO.J 
(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED « 

WIRING DIAGRAM' NO___. 


PART NO QTY 


DESCRIPTION 


PART NO, QTY 


i**4. ...4- - I* * ■ 

DESCRIPTION 


exhaust :> v -: 


L, is Led And CSA Certif ijad 


Cover, Control Box - Inc hkites | 


1 































































PART NO QTY DESCRIPTION 

. 7 ";—------ 


PART NO 



QTY 



iR' 


^■$€SC(tlPTION 





























a fractured f o 





































SPECIAL PARTS LIST FOR MODEL _ 4.OBFA-lr SPEC _ 16019A 

FOR STANDARD PARTS REFER TO CATALOG 965-0222 KEY NO. 



(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED 8E 


wmihirs niA^DAM Kin 

(ENG1611-11 SR ni 

■ 



_.V. ,4.4- -XX.J.Q_UJL_ 

PART NO. 

QTY. DESCRIPTION 

PART NO. Q 

TY. DESCRIPTION 

i 

Exhaust System - Non UL Listed And CSA Certified 

1 

\ fji 

1 

505-0050 

1 Elbow, Street - Oil Base 



505-0056 

1 Plug, Square - Oil Base 



134-3259 

1 Housing, Cylinder Air - 




Right Side 



403-1357 

1 Tray, Mounting - Gen Set 


* 

502-0313 

1 Elbow, Hose (90°) Fuel- 




Pump Inlet 



331-0007 

1 Connector, Control Box - 

- 


Parts Not 

Furnished By Onan , 



■Oil Filter And Associated Parts 


—s 

* 


{ 

> 

e. 

-aL, » 

a*. 

- 

o >JE3ca 


1 < 


1 

- 

. IT 

ft 

" • 


-V-.. 




* 

* 



A 

* 



'~ : V' 1 f 1 

. . 

1??' -'hi. 

* - 



€ 

t <• 






SPECIAL PARTS LIST FOR MODEL 


- a fc QBEA=51B- 


SPEC 


16019C 


FOR STANDARD PARTS REFER TO CATALOG 965-0222 KEY NO. __ 

(PARTS CATALOG* ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BEL 

r WIRING DIAGRAM NO. 2 _jll^ 1 47-0 1_ 


PART NO. 


QTY. 


DESCRIPTION 


Part no. qtV. 


DESCRIPTION 


Manufactured for: Winnebago 


Optional: 


Exhaust System - Non UL Listed and QSA 

Certified 


403-1506 1 Tray, Mounting 

. 331-0007 1 Connector .(1/2") 

323-1088 ' 2 ■ r Connector, Wire Nut-Control 









SPECIAL PARTS LIST FOR MODEL 


4«0BFA-1R 


SPEC 


16020B 


FOR STANDARD PARTS REFER TO CATALOG_ 965-0222 


KEY NO. 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELC 

WIRING DIAGRAM NO_ (ENG)611-1147-01 _ 


PART NO. 


QTY. 


DESCRIPTION 


PART NO, 


QTY. 


DESCRIPTION 


T 


Exhaust System - UL Listed And CSA Certified 


505-0120 1 Elbow, Oil Base 

505-0110 . l' Plug,_ ail Base 

134-3702 1 .liou^ing. Cylinder Air r 

. Right Side 

301-4894 1 Cover, Control Box - Includes 

Label And Schematic - 
403-1506 ■ 1 Plate, Set Mounting 

331-0007' 1 Connector, Control Box - Jg" 


Parts Not Furnished By Onan 

Oil Filter And Associated Parts 


* 






SPECIAL PARTS LIST FOR MODEL 4.0BFA-1R _ SPEC _ 16 ?? P C _ 

FOR STANDARD PARTS REFER TO CATALOG 965-0222. _ KEY NO.__ 

{PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELC 

WIRING DIAGRAM NO_ Sllr-114Z=fl]-— 


PART NO. 


DESCRIPTION 


PART NO. 


DESCRIPTION 


-Manufactured for: Winnebago 


Optional: ' 

Exhaust System-UL Listed and CSA Certified 


403-1506 1 Tray, Mounting 

331-0007 1 Connector (1/2") 

323-1088 2 Connector, Wire Nut-Control 








SPECIAL PARTS LIST FOR MODEL 4.0 BFA-1R SPEC' 16020D _ 

FOR STANDARD;PARTS REFER TO CATALOG 965-0222 KEY NO 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL 

WIRING DIAGRAM NO 611-1147 

FEATURES LISTED BELO 

-01 

.... . , . 



PART NO. QTY. DESCRIPTION PART NO. QTY. 


DESCRIPTION 


T 


MANUFACTURED'FOR: WINNEBAGO- 


Optional: 

Exhaust System 'UL Listed and CSA*Certitied 


403-1506 

505-0120 

505-0110 

134-3702- 

331-0007 


1 Mounting Tray 

1 Elbow, Street - Oil Base 

1 Plug, Square Head - Oil 

Base 

1 Housing,- Cylinder Air - R.H. 

1 ' Connector - Greenfield 


n 











' pn r 


Optional: 

/’Exhaust System-UL Listed and CSA Certified 


323-1088 , 2 Connector, Wire Nut-Control 

201-2573 1 Armature Assembly, Wound 

Extended Shaft 

515-0015 1 Key, Extended Shaft 


















SPECIAL f^ARTS LIST FOR MODEL 4.QBFA-3CR 

FOR STANDARD' PARTS REFER TO CATALOG_ 

(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR 

WIRING DIAGRAM NO. __ 


















SPECIAL PARTS LIST FOR MODEL 4.0 BFA-3CR _SPEC 22353D 

FOR STANDARD PARTS REFER TO CATALOG *965-0222 KEY NO._ 
i OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

, ■ WIRING DIAGRAM NO. >611-1142-04 


PART NO. 




DESCRIPTION 


PART NO. 


Extended Shaft Generator 
RV Style Air Cleaner {Plastic) 
Gasoline Fuel System 

Valve Stem Oi1 Seals - Intake 


Optional: 

Exhaust System 
.CSA Certified 


Non UL Listed and 


104-1331 

1 

Crankshaft (Include 
Keys) 

515-0015 

1 

Key, Extended Shaft 

301-4634 

1 

Box, Control 

'301-4545 

1 

Cover, Control Box 
(Includes AC 
Schematic) 

508-0021 

1 

Grommet, Rubber -/ 
Control Box 

338-1200 

* 1 

Harness / Wiring A 


- 

(Includes Parti . 

* ■ "i 


Marked *) J 

307-2562 ' 

‘2 

*Relay 

332-0699^ 

1 

*Blc^ck, Terminal - 
6 Place 

332-1043 

1 

*Jumper 

357-0030 

, 1 

^Rectifier, Silicon 

352-0161 

1 

*Resistor (120 Ohm, 
x 5 Watt) t 

332-2103 

1 

Strip, Marker 

305-0583 

’l 

Regulator, VoTtage 

353-0072 

1 

Resistor, Fixed 


_3IL 


DESCRIPTION 




;5.7/2.5 Ohms; 


V 


PARTS NOT FURNISHED BY ONAN 
Exhaust Heat Shields 


DATED 


5/5/88 


REVISED 


PAGE 1 OF ._ V 









KEY NO 


(PARTS CATALOG 


BELC 


WIRING DIAGRAM NO 


PART NO. QTY 


DESCRIPTION 


PART NO 


Optional: Exhaust System-Non UL Listed 

and C5*A cert i f fe*d / ' 


146-0404 

1 . 

Carburetor, LPG (Include: 

> 


T41 g G a s k e"t- and 0 - R i n g c.. 

154-0733 

% 

Gas.ket, Maun ting . . 

509-0145 

2 

"0-RTng . 

140-1719 

1 

Adapter Ai r Duct “ , ... - 

503-1039 

l M 

>, Hose , Breather 

/' 123-1434 , 

f 

-Tube, Breather 

148-0840 

f 

Adapter, Garb (Includes., 



••..Gaskets, Screws,- 3-#1.0 

;! .4. 


Lock Was he rs) 

502-0028 

1 

. P1ag, Bipe-Hex Head 1/8" 

502-0575 - 

r 

VE1 bow, Hose-45 Deg 

. 5Q3-1Q43. 

l 

Hose, Fue 1(1/2" I'Dr x 30" 

503-0032 

2- 

■Clamp, HoseL. 

502-0238 

L 

■ Connector, Hose (1 12 ") 

148-0311 

1. 

Regulator, Gas', 

148-0852 

1 

Bracket • * 

5 0 5 -"0,0 5 7 

f 

P. 1 ug , Square Hd (l/8 11 ) 

*307-1881 " 

. 1 

Solenoid Asse-mbTy 

307-0312 

V'. 

J. 

•Valve, Magnetic 

505-0^32 

I 

'.Nipple, Pipe V ■ . ' ' 

505-0051 * 

2 

' El bow Street -90 Deg 

502-0395 

M ■ 

Connector, Vent Hose' 

503-1016 

■ i 

Hose, Oil 

154-1972 

1 

i 

Shield,' Heat 

338-1411 

1 

± 

Harness, Wiring (Include 
parts marked *)- 

307-1575 

2- 

* R e 1 a y ’ ' 

357-0030 

1 

*Rect i f i er % Di erde 

352-0161 

■I 

*Re*si stor , ■ Fi xed (TOO Ohm 



"5 ’Watts) 

323-0440 

1 

^Housing, Socket 

323-0488 

5 

*Pin Connector-Female 

332-0142 

• • 1 

Terminal Solderless-Gnd 









T 


SPECIAL PARTS LIST FOR MODEL 4.0 BFA-1R . SPEC- 

STANDARD PARTS REFER TO CATALOG 965-0224 


23003C 


KEY NO._ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

WD-611-1160-01_ ■_ __ 


146-0419 


122-0645 

403-1845 


PART NO. _ QTY. 


DESCRIPTION 


PART NO. 


1 Carburetor, Gasoline 

(For Breakdown Parts 
See Parts Catalog 
965-0224) 

1 . Filter, Oi1 
1 Plate, ‘ Sngine/Generatorj 
- Mounting 


i . 


_SLD 


DESCRIPTION 








DATED 1V15/8&- , R EVISEP 6/10/86 _ PAGE 1 O F - 1 



















SPECIAL PARTS LIST FOR MODEL 4.0 B£A_-_1R 
FOR $ 

(PARTS CATALOG ALSO C 


SPEC 2 5*9 2 4 C 


WIRING DIAGRAM NO. : 611-1146 -Oil 


TUBES LISTED BEL 


PART NO* QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


T 


T 


•Optional: Exhaust System-Non UL Listed 

an<ql CSA Certified 


















Description 


part 


Optional: ' . . 

Exhaust System- UL Listed and CSA Certified 


1 Sp acer. Heat Shield 
1 Armature Assembly,■Wound 
1_: Box, Control 

i Cover, Control Box (Includes 
AC Schematic) 

1 Grommet, Rubber-Control Box 
1 Harness, Wiring (Includes 
parts marked *) 
■2~~>~*Relay 

1 *Block, Terminal - -6 Place 
1 *Jumper 

1 *Rectifier, Silicon 
1 ^Resistor (120 Ohm, 5 Watt) 

1 u> Strip, Marker 
1" “ Regulator, Voltage 
"'3 _ Connector, Wire Nut-Control 




































SPECIAL PARTS LIST FOR MODEL - 4.0 BFA-5DR 

FOR STANDARD PARTS REFER TO CATALOG 
(PARTS CATALOG ALSO CONTAINS CQMRONENTS FOR MA, 

‘ WIRING DIAGRAM NO; 


PART NO. QTY 


DESCRIPTION 


PART NO. QTY 


Optional; 

Non-UL Listed and CSA Certified 


146-0293 

1 

-Carburetor {includes parts 



marked *) 

146-0290 

-1 

*Repair Package 

146-0220 

“1 

*Gasket Package 

146-0243 

1 

*Jet, Power 

1.4 6 - 0 2 4 8 

1 

*Needle, Power-Package 

146-0209 

1 

*Needle, Idle - Package 

146-0289 

1 

*Valve, Float - D ackage 

146-0267 

1 . 

*Shaft, Throttle - Package 

146-0260 

1 

*Shaft Choke - Package 

146-0261 ■ 

1 

*Throttle Stop, Package 

146-0262 

1 

*Float Package 

J. 45-0521 

1 

Deflector, Carburetor 

149-1705 

1 

Line, Fuel 4 

123-1429 

1 

Tube, Breather 

153-0541 

1 

Link, Choke 


146-0241 1 Shaft Assembly, Electric 

Choke 

518-0387 1 Retaining-R-i-ng-,--Choke Shaft 

153-0539 1 Bracket and Bushing, Choke 

140-1711 1 Housing, Air Cleaner 

140-1228 1 Element, Air Cleaner 

140-1496 1 Wrapper, Filter Element 

140-1494 1 Cover, Air Cleaner 

140-1736 1 Bracket, Air Cleaner 


122-0645 

154-1762 

.1 

1 

Filter, Oil 

Manifold Exhaust - LH Down 

201-3376 

1 

Armature Assembly, Wound - 



Extended Shaft {Includes 
parts marked +) 

, 203-015.3 

1 

+Commutator 

510-0047 

1 

+Bearing, Ba'll 

204-0110 

1 

+Ring, Collector 

338-0947 " 

1 

Harness, Wiring - 4 Wire 

301-4634 

1 

Box-, Control 

301-4545 

1 

Cover, Control Box (Includes 
Schematic) 

- 338-1200 

1 

Harness, Wiring - Control . 

305-0383 

1 

Regulator, Voltage 

332-2103 

1 

Strip, Marker - Terminal 



Block pv 

508-0021 

1 

Grommet, Rubber ■' 
















29309D 


' ‘ . i 

SPECIAL PARTS. LIST- FOR MODEL 4.0 BFA-3CR _SPEC 

FOR STANDARD PARTS REFER TO CATALOG 965-0222 KEY NO.. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED 

LURING DIAGRAM NO._ 611-1142-04 _ 


! 

PART NO. 

t ■- ■. 

OTY. DESCRIPTION 

PART NO. QTY. , DESCRIPTION 

MANUFACTURED 

FOR: TIME MANUFACTURING 

A !*,, 

RV Style Air 

Cleaner (Plastic) 


Gasoline Fuel 

System 


Valve Stem Oil Seals - Intake 


Extended Shaft Generator 


Air Cleaner Wrapper 


2-Step Battery Charger 


104-1331 

1 Crankshaft (Includes 



Keys) 


515-0015 

1 Key, Extended Shaft 


301-4038 

1 Box, Control 

- 

301-4545 

1 Cover, Control Box 

\ 

\ 

— 

(Includes Schematic) 


508-0008 

1 Grommet, Rubber 



, (1/2" I.D.) 


338-1337 

1 Harness, Wiring 

, - ; 


(Includes Parts 



Marked *) 

.. 

307-2562 

2 *Relay (SPOT) 


352-0161 v 

1 ^Resistor, Fixed - 

* 


100 Ohms, 5 Watt' 


357-0030 

1 ^Rectifier, Diode - 



6.5 Ampere, 400 PIV 


140-1672 

1 Wrapper, Air Cleaner 


PART,S'"N0T FURNISHED BY ONAN 

i 

Exhaust Heat 

Shields 

• ■ • 


i#-- 

' ,A. 


DATED___ 5/6/88 _REVISED_____PAGE 1 O F 1 









SPECIAL PARTS LIST FOR MODEL 4.0 BFA-5DR SPEC 29309D 

FOR STANDARD PARTS REFER TO CATALOG 965-0222 KEY N0.„ 
"OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

WIRING DIAGRAM NO. 611-1142-04 


PART NO. 

QTY. DESCRIPTION 

PART NO. QTY. DESCRIPTION 

MANUFACTURED FOR: TIME MANUFACTURING 

. h 

RV Style Air Cleaner (Plastic) 

■ -V.' 

Gasoline Fuel System 


Extended Shaft 

. ' .v 

Valve Stem 

Oil Seals - Intake 

' ...•" 

Air Cleaner Wrapper 


Two-Step Battery Charger 


104-1331 

1 Crankshaft (Includes 

>\ - 


Keys) 

* . 

515-0015 

1 Key, Extended Shaft 


301-4038 

1 Bracket, Control 


301-4545 

1 Cover ,. Control Box 


-■ 

(Includes Schematic) 

, • . 

338-1337 

1 Harness, Wiring 

i 


(Includes Parts 



Marked *) 


307-2562 

2 *Relay (SPDT) - 

' ■» ■. 

352-0161 

1 ^Resistor, Fixed - 



100 Ohms, 5 Watt 


357-0030 

1 *Rectifier, Diode - 

' ' ‘ -it? 


6.5 Ampere, 400 PIV 


338-0947 

1 Harness, Wiring - 

’ • ’ 1 ' » 


Engine to Generator 


140-1672 

1 ^rapper, Air Cleaner 


508-0008 

1 Grommet, Rubber 



(1/2" I . D .) 

' - ■ /.V*' ■ , 

PARTS NOT 

FURNISHED BY ONAN 

s. '■ ■" . " 

Exhaust Heat Shields 

• ’ - V ~ r ‘ v ■ . 

DATED 

5/6/88 REVISED 

PAGE 1 OF 1 









